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SUBJECT: AIR CONDITIONING FOR MOSCOW COMMERCIAL OFEICE 

1 . COMMERCE IS CONSIDERING INSTALLING AIR CONDITIONING 
THROUGHOUT THE MOSCOW COMMERCIAL OEFICE. PLEASE 
CONTACT DR. ERANK, ARCHITECT, FOR HIS UPDATED ESTIMATE 
OF THE COST EOR INSTALLING THE AIR CONDITIONING, AND 
ADVISE. KISSINGER 
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